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in the  lobby  for  voting against It.     Once thews,
subject  had   been   raised,   full   publicity,   as   Sir
Stafford Northcote afterwards  admitted, was far

the less mischievous alternative. Lord Leitrim's
murderers were never discovered, and the charges
were neither substantiated nor withdrawn. The
worst friends to Lord Leitrim's memory were
those who voted that the galleries should be
cleared.